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Badge* SC 

FUNGICIDE/BACTERICIDE FOR AGRICULTURAL USE 

ACTIVE INGREDIENTS: 

Copper Oxychloride (CAS No. 1332-40-7)*._„___ 

Copper Hydroxide (CAS No. 20427-59-2)*.-_____ 

OTHER INGREDIENTS:------- 

•Metallic Copper (Cu) Equivalent is 20% by weight or 2.27 Pounds Metallic Copper per gallon 
Badge SC is a suspension concentrate fungicide/bactericide. 

KEEP OUT OF REACH OF CHILDREN 

CAUTION / PRECAUCION 

Si usted no entiende la etiqueta, busque a alguien para que se la explique a usted en details. 

(If you do not understand the label, find someone to explain it to you in detail.) 

See inside booklet for additional Precautions and Directions for Use 




....16.81 % 

_15.36% 

.. 67.83% 

Total 100.00% 


FIRST AID 

IF SWALLOWED 

• Call a poison control center or doctor immediately for treatment advice. 

• Have person sip a glass of water if able to swallow. 

• Do not induce vomiting unless told to do so by a poison control center or doctor. 

• Do not give anything to an unconscious person. 

IF ON SKIN OR 
CLOTHING 

• Take off contaminated clothing. 

• Rinse skin immediately with plenty of water for 15 to 20 minutes. 

• Call a poison control center or dxtor for treatment advice. 

IF IN EYES 

• Hold eye open and rinse slowly and gently with water for 15 to 20 minutes. 

• Remove contact lenses, if present, after the first 5 minutes, then continue rinsing eye. 

• Call a poison control center or doctor for treatment advice. 

Have the product container or label with you when calling a poison control center or doctor, or going for treatment. 

Contact 1-888-478-0798 for emergency medical treatment information. 


NET CONTENTS: 2.5 GALLONS 


EPA Registration No.: 80289-3-10163 
EPA Establishment No.: 79558-ITA-001 


Manufactured by: 

Isagro S.p.A. (d/b/a Isagro USA, Inc.) 

UMI Morrisville, NC 27560 Made in Italy 


Distributed by: 
Gowan Company 
P.O. Box 5569 
Yuma, AZ 85366-5569 



ISAGRO 

■ 


ISDA 34 






















